
MANUFACTURE 
JOB - SELL — RENT 
REPAIR — GUARANTEE 


Shock-Proof X-Ray Equipment • Shortwave 
Diathermy • Fever Cabinets . Quartz • Carbon 
Arc . Orificial • Luminous-Infrared • Water- 
cooled Ultra Violet Lamps . Electrosurgical 
Eqpt. • Colonic Irrigators • Surgical Stockings • 
Trusses • Surgical Supports • Wheel Chairs • 
Crutches • Stretchers . Reception Room, Office 
and Hospital Furniture . Galvanic, Sinusoidal • 
Pneumothorax . Vibrators . Hydrotherapy • 
Bier's Hyperemia • Parafin Wax Therapy 
Equipment • Etc. 


GENUINE CURTEICH-CHICAGO “c.T. ART-COLORTONE” POST CARD (REG. U.S. PAT. OFF.) 


PLACE 
ONE CENT 
STAMP 
HERE 

2B-HI043 






PAUL E. JOHNSON MFRS. CHICAGO, ILL. 

GENERAL OFFICES: 2S08-10 South Parkway - FACTORY: 2S07-09 Cottage Grove Ave. 






















